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1. We request you transisit * h ® following Information 

equipment for Him broadcast boats 

Remarks 


wall -mounted 

230 roltf - 
3 phase, 69 

7.6 If 


Weight 

fleer Space 

Height 

(pounds) 

(inches) 

(laches) 

1400 

40 x 30 

73 

40 

30 x 30 

30 

439 

23 x 14 

78 

1100 

SO x 30 

40 


fmt *$ Circuit 
Control Saek 
Diesel generator 


2. We estimate spray-proof housing for above radio equipment 
mast be at least seven feet long* etx feet wide and seven feet high, 
the generator can be deck-soon ted if spray-proof hone lag can be built 
around It. 

3. Antenna for this equipment la kytooa - supported vertical bronee 
wire about 170 feet long. *he kytoon Is gas filled combination kite end 
balloon, 7 feet long and 3 feet in diameter. 

4. St i« noted that your memorandum quotes tlndeay as believing 
•oar 100 nett equipment can be totalled easily*. Osar radio engineers 
•tats the range characteristics of a 109 emit transmitter are ae low as 
to be unsuitable for the purposes Intended end we are proceeding la 
the belief that reference to 100 watts was meant to read 1000 watts. 
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